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FOR IMMEDIATE RELEASE 


CONCORDIA UNIVERSITY APPOINTS VICE-RECTOR 


MONTREAL / May 30, 1985 --- Concordia University has appointed Monique 
Jérome-F orget to be its new Vice-Rector (Institutional Relations and Finance) effective 
July 1, 1985. Her five-year term expires May 31, 1990. 

Dr. Jérome-Forget has been Assistant Deputy Minister (Policy Planning and 
Information) with the federal Department of Health and Welfare since February 1983. 

Prior to that she was first Vice-President of the Canadian Advisory Council on the 
Status of Women. 

Dr. Jérome-Forget has also worked as Director of Professional Services with the 
CLSC Métro (one of the Local Community Service Centres serving the Montréal region); 
as a management consultant and psychologist with Montréal's Royal Victoria Hospital; 
and as a psychologist with McGill University and Montréal's Jewish General Hospital. 

Through her work with the Department of Health and Welfare Dr. Jérome-F orget 
has also been associated with the Organization for Economic Co-Operation and 
Development (OECD), the International Union of Family Organizations (IUFO), and the 
World Health Organization (WHO). 

Dr. Jérome-Forget has served on the boards of the Canadian Council on Social 
Development, the Québec Corporation of Psychologists, and the Ville Marie Social 
Service Centre. She was also Vice-President (Communications) for the Fédération des 
Femmes du Québec from 1977 to 1979. 

The new Concordia Vice-Rector received B.A.s from the Université de Montréal 
(Political Science and Economics 1968) and McGill University (Psychology 1970), and her 
Ph.D. from McGill University (Psychology 1976). She has also studied at Johns Hopkins 


University and the London School of Economics. 
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For further information contact KEN WHITTINGHAM, Acting Director of Public 
Relations, at (514) 879-8497 


